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MODEL 163 with CODE (221b) electrically-adjustable driver's and front passenger's seat 

A15.5j 11 Electric seat adjustment diagnosis, advanced AD91.29-P-2001GH 
information (ESA) 

A15.5j 12 Electric seat adjustment diagnosis, function AD91.29-P-3000GH 
check (ESA) 

A15.5j 13 Electric seat adjustment diagnosis, AD91.29-P-5001GH 
troubleshooting (ESA) 

A15.5j 21 Electric seat adjustment diagnosis, testing AD91.29-P-6002GH 
electrical system (ESA) 
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